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Chief, Plans and Programs Staff, 0L 

Chief, Real Estate and Construction Division, OL 
Communications Requirements for FY 1979-1983 
Mult Adse memo dtd 4 Feb 77 fin D/L, same subject 

The green and black line equipment presently installed in this 
Division is sufficient for our requirements insofar as we can deter 
mine at this time. We foresee no additional requirements for 
communications support. 
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